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SeoDesy FSO systems are 
signed and manufactured for 
eye-safe operation in compli- 
ance with the relevant EN, IEC 
and US standards. This ensures 
safe deployment and operation 
of GeoDesy FSO products. 





technology at work for you 


CONNECTING YOUR BUSINESS WITHOUT BOUNDRIES 


Gober Poder line fers Reibe point to pola connection a eal wiespeed: No tricks wit 
the bandwith, no comprenion Te ten is over than the adi technology and there ae mo 
health concerns Easy deployable and there are a interference nor channel sleton ees 
crostll problems, The stern sale to ie even in crowded areas det the concentrated 
throiiton The neo the tea tive tcclop echivements rt the unt to the 
highest power budget FSO systems avaiable on the market, 


flexible solutions for your business needs 


OUR MISSION IS YOUR TRANSMISSION 


Geodey oes product for every nee. The configuration of the systems canbe Hey 
configured 
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GeoDesy has a 120 years heritage of manufacturing 
surveying equipments from the Hungarian Optical Works 
MOM. Combining the traditional manufacturing 
standards with the latest manufacturing methods. To 
apply the knowledge of high efficiency optical systems 
and high precision mechanical manufacturing, through 
the latest acquisition GeoDesy has purchased the know- 
how from a technology leader FSO manufacturer, in 
2006. In the past years as a developer and 
manufacturer GeoDesy has brought a whole new line of 
products to the market and created a new meaning of 
free space optical communication. The new product 
range which is individual on the market, has integrated 
management, and POE feature. The use of the systems is 
easier than ever SNMP helps the system administrators to 
control and monitor the data flow. From installation 
distances of 20 meters up to 5 kms with a wide 
bandwidth from 100 Mbps to 1.25 Gbps. 


GeoDesy offers broadband, point to point connectivity 
enabling wireless networking over and above your 
current infrastructure. The GeoDesy-FSO technology 
gives you high security, scalability and superior price to 
performance value and has been successfully deployed 
for a wide range of applications across sectors as 
diverse as SP's, ISP's, Heath, Education, Finance, Retail, 
and Industry. Geodesy FSO products provide reliable 
and secure point-to-point wire speed connectivity from 
20 to 5000 meters. Due to the light weight and size the 
products are ideal both for indoor or outdoor applica- 
tion, All products feature Power over Ethemet (PoE) inter- 
face with advanced Anypower technology, which al- 
lows operation both from standard PoE or HighPoE pow- 
er sources. The systems integrate an enhanced device 
management platform and the possibility of remote 
monitoring of the equipment through a standard web 


browser or SNMP manager. Because they use light as a 
transmission medium, GeoDesy FSO systems do not re- 
quire frequency licenses. The transmission is not effected 
by electro-magnetic interference. Due to the concen- 
trated laser beam the products provide superb security, 
which fulfils the highest requirements. 

























GeoDesy FSO free space trans- 
mission is one of the safest trans- 
mission methods. Direct inter- 
ception is virtually impossible 
with the concentrated beam 
and physical placement of the 
equipment 


EXCELLENT PRICE/PERFORMANCE 


GeoDesy FSO systems have out- 
standing low cost per bit ratios - 
are among the best in the in- 
dustry. 


NO INTERFERENCE 





Electrical characteristics 
LUphtsouce LaserDiede 
Laser dode power Bx36nitt 
Detector SAPD Photos 
Dynamicrange >40d 
andaldtn 100 Mops 
Management Web based SNMP compattle in-band management 
‘System iateney <SOns 


Physical characteristics 
Head housing Aun Aoy 
Webht 26408 


Dimensions (wth over ant agent 
str) 


























sona20208 


Optical characteristics 
Waveenge 785 om 
Seam divergence 05-18 fad 

Receiver angle 85mRad 

Laser cast Clee 1M 






Environment 
Operating temperature 4010 180°C 
Storage tamporaure -6010 #80°C 
Humity 9594 non condensed 
Laserhoad potcton ating IPeS 
Power supply protection at: IPSS 
Fade Margin @5000m 
ormal visibly (Fog Sam Ran Brae) 


Medium vty (Fog 8481Km Ran ~20mm) 


Description 


{602000 lnk 10082567 Ethemat IF 2000-2000m distance. POE power 
‘supply, instalation ki, SNMP web management clued 


‘64000 tink 1008867 Etnemat IF 9000-4000m distance. POE power 
‘supply, instalation ki, SNMP web management clue 





‘GD5000 lnk 1008567 Ethemat IF 4000-S000m distance. POE power 
supply, nstallaton ki, SNMP wel management included, 
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